PYXIS 


Wall Mounted Luminaire 


Type: A non-corrosive decorative luminaire. 
Specification: Tempered glass diffuser. 

Die-cast aluminium in dark grey finish. 

Luminaire is plastic-wrapped and boxed individually. 
Installation: Suitable for surface mounting on the walls. 
Application: Outdoor. Building indoor and other areas. 


Overall dimensions (LxWxH), 
mm 


Total wattage, 
WwW 


Pyxis 1E27 Q90 1x60W (max) (E27) 220x90x125 1,5 - 


Lamp (W) and holder 


Weight, kg 


328 


